138    DOCKETED ITEMS

9107150200 Forwards pilot std ES-604 for use to prepare for 910723 meeting to dis-
cuss details of requalification exam.

COLLINS.SJ. Region 4 (Post 820201). 91/07/09. BARKHURST.R.P. Entergy Oper-
ations, Inc. 26pp. 58404:179-58404:204.

DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9107230199 Forwards safety insp repts 50-387/91-07 & 50-388/91-07 on 910514-
0624.No violations noted.

BLOUGHAR. Region 1 (Post 820201). 91/07/12. KEISER.H.W. Pennsylvania Power
& Light Co. 3pp. 58481:048-58481:104.

-9107230211 Insp repts 50-387/91-07 & 50-388/91-07 on 910514-0624.No violations
noted.Major      areas      inspected.-operations,      radiological      controls.emergency
preparedness,security,safety assessment/quality verification & LERs.
WHITE.J. Region 1 (Post 820201). 91/07/12. 53pp. 58481:051-58481:104.

9107240011 EPIPs including.Rev 5 to EP-lP-038, "Reconst & Accident Closeout" & Rev
5 to EP-IP-051, "Radioactive Sample Transport During Emergency." W/910712 Itr.
KEISER.H.W. Pennsylvania Power & Light Co. 91/07/12. 28pp. 58551:009-58551:037.

H. General correspondence

9107010143 Forwards 810521 Itr from WN Hedeman & 910528 Itr from K DelGrosso to
facilitate resolution of EPA request for removal from NRC mailing lists for documents
dealing w/ nuclear power plants located in states assigned to Region 3.
BUTLER.W.R. Project Directorate 1-2. 91/06/25. DELGROSSO.K. Environmental Pro-
tection Agency. 3pp. 58256:322-58256:331.

K. Utility Final Safety Analysis Report (FSAR) & amends

9107150202 Rev 43 to Susquehanna Steam Electric Station.Units 1 & 2 FSAR.

*  Pennsylvania Power & Light Co. 91/05/31. 2,000pp. 58431:001-58435:066.

9107100330 Rev 43 to updated FSAR for Susquehanna Steam Electric Station.W/
910628 Itr.

KEISER.H.W. Pennsylvania Power & Light Co. 91/06/28. BUTLER.W.R. Project Direc-
torate I-2. 13pp. 58395:025-58395:037.

P. Operating license stage documents & correspondence

9107010123 Forwards amends 110 & 79 to licenses NPF-14 & NPF-22, respectively &
safety evaluation.Amends correct inconsistencies between TS Sections 3/4.8.2 & 3/
4.8.3 re 24 volt dc batteries.

RALEIGH.JJ. Project Directorate f-2. 91/06/19. KEISER.H.W. Pennsylvania Power &
Light Co. 3pp. 58258:151-58258:195.

-9107010131 Amends 110 & 79 to licenses NPF-14 & NPF-22.respectively, correcting
inconsistencies between Tech Spec sections 3/4.8.2 & 3/4.8.3 re 24 volt dc batteries.
BUTLER.W.R. Project Directorate I-2. 91/06/19. 39pp. 58258:154-58258:192.

-9107010134 Safety evaluation supporting amends 110 & 79 to licenses NPF-14 &
NPF-22,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/19. 3pp.
58258:193-58258:195.

9107090039 Forwards amends 111 & 80 to licenses NPF-14 & NPF-22 & safety
evaluation.Amends change wording in tech spec 6.4 for both units & utilize guidance
contained in Reg Guide 1.8.Rev 2.

RALEIGH.JJ. Project Directorate I-2. 91/06/26. KEISER.H.W. Pennsylvania Power &
Light Co. 3pp. 58335:302-58335:316.

-9107090050 Amends 111 & 80 to licenses NPF-14 & NPF-22,respectively, changing
wording of tech spec 6.4.
BUTLER.W.R. Project Directorate I-2. 91/06/26. 10pp. 58335:305-58335:314.

-9107090052 Safety evaluation supporting amends 111 & 80 to licenses NPF-14 &
NPF-22.respectively.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/26. 2pp.
58335:315-58335:316.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107020411 Requests for addl info re generic Itr 89-10,suppl 3, "Consideration of Re-
sults of NRC-Sponsored Tests of Motor- Operated Valves."

RALEIGH.JJ. Project Directorate I-2. 91/06/27. KEISER.H.W. Pennsylvania Power &
Light Co. 5pp. 58264:206-58264:210.

9107180034 Forwards amends 112 & 81 to licenses NPF-14 & NPF-22, respectively &
safety evaluation.Amends require LOCA/false LOCA interlocks be tested every 18
months.

RALEIGH.JJ. Project Directorate I-2. 91/06/27. KEISER.H.W. Pennsylvania Power &
Light Co. 4pp. 58456:218-58456:236.

-9107180037 Amends 112 & 81 to licenses NPF-14 & NPF-22,respectivelyt require
LOCA/False LOCA interlocks be tested every 18 months.
BUTLER.W.R. Project Directorate I-2. 91/06/27.11pp. 58456:222-58456:232.

-9107180041 Safety evaluation supporting amends 112 & 81 to licenses NPF-14 &
NPF-22.respectively.

*   Office of Nuclear Reactor Regulation. Director (Post 870411). 91/06/27. 4pp.
58456:233-58456:236.

9107050055 Forwards SER re evaluation of potential common-mode failure at
facilities. W/o encl.

BUTLER.W.R. Project Directorate I-2, 91/06/28. KEISER.H.W. Pennsylvania Power &
Light Co. 3pp. 58298:028-58298:030.

9107170265 Forwards amends 113 & 82 to licenses NPF-14 & NPF-22. respectively &
safety evaluation.Amends revise Tech Specs to revise visual insp portion of Spec
4.7.4 & associated bases in Generic Ltr 90-09.

CLARK.R.J. Project Directorate I-2. 91/06/28. KEISER.H.W. Pennsylvania Power &
Light Co. 3pp. 58448:155-58448:184.

-9107170274 Amends 113 & 82 to licenses NPF-14 & NPF-22,respectively, revising
Tech Specs 4.7.4 re snubber visual insp intervals, per Generic Ltr 90-09.
BUTLER.W.R. Project Directorate I-2. 91/06/28. 24pp. 58448:158-58448:181.

-9107170278 Safety evaluation supporting amends 113 & 82 to licenses NPF-14 &
NPF-22,respectively.

* Office of Nuclear Reactor Regulation. Director (Post 870411). 91/06/28. 3pp
58448:182-58448:184.

9107170284 Informs that inservice test relief request 62 considered withdrawn because
relief unnecessary.

CLARK.RJ. Project Directorate I-2. 91/06/28. KEISER.H.W. Pennsylvania Power &
Light Co. 7pp. 58448:139-58448:145.

9107160377 Submits final response to Generic Ltr 88-14,consisting of status of instru-
ment air sys mods & status of air-operated dampers & MSIV accumulator check
valves.

KEISER.H.W. Pennsylvania Power & Light Co. 91/07/08. Document Control Branch
(Document Control Desk). 3pp. 58470:261-58470:263.

9107170192 Requests temporary waiver of compliance from requirements of Tech Spec
Table 3.3.2-2,ltem 4.b to increase trip setpoint from 118.3 F to 131 F & allowable
value from 125.3 F to 137 F.Waiver requested until 911015.

KEISER.H.W. Pennsylvania Power & Light Co. 91/07/08. BUTLER.W.R. Project Direc-
torate I-2. 7pp. 58471:125-58471:131.

9107180045 Forwards renewed NPDES Permit 0047325 issued by State of PA Dept of
Environ Resources on 900118 & draft "NPDES Discharge Monitoring Rept."

KEISER.H.W. Pennsylvania Power & Light Co. 91/07A
(Document Control Desk). 43pp. 58484:157-58484:199.

, Document Control Branch

9107170119 Notification of significant licensee meeting 91-93 w/util on 910822 in King
of Prussia, PA to discuss licensee presentation on results of organizational effective-
ness review.

WHITE.J.R. Region  1   (Post 820201). 91/07/10.  Region  1   (Post 820201). 3pp.
58427:357-58427:359.

9107180179 Advises that updated schedule for submittal of response to Generic Ltr 88-
20 re individual plant exams will be provided by end of Jul 1991,per discussion w/JJ
Raleigh during 910627 quarterly meeting.

KEISER.H.W. Pennsylvania Power & Light Co. 91/07/10. BUTLER.W.R. Project Direc-
torate I-2. 1p. 58496:290-58496:290.

9107240086 Responds to 910708 request for relief or temporary waiver of compliance
from requirements of Tech Spec Table 3.3.2-2 Item 4.b re trip setpoint to isolate
RWCU.Requested temporary waiver of compliance granted until 911015.
CALVO.J.A. Assistant Director for Region I Reactors. 91/07/12. KEISER.H.W. Penn-
sylvania Power & Light Co. 4pp. 58521:280-58521:283.

9107230123 Informs of participation in NRC Staffing Study & completed organizational
effectiveness review re extensive reorganization of Nuclear Dept.
KEISER.H.W. Pennsylvania Power & Light Co. 91/07/15. BUTLER.W.R. Project Direc-
torate I-2. 1p. 58540:269-58540:269.

9107230134 Discusses plans to enhance erosion/corrosion program.per Generic Ltr 89-
08.

KEISER.H. Pennsylvania Power & Light Co. 91/07/15. BUTLER.W.R. Project Director-
ate I-2. 1p. 58540:262-58540:262.

9107310181 Submits util calculation FQ-C-JAN-002, "Evaluation of Out of Limit RPV
Cooldown/Heatup Rate Occurring on 890112."

KEISER.H.W. Pennsylvania Power & Light Co. 91/07/26. BUTLER.W.R. Project Direc-
torate I-2. 55pp. 58612:301 -58612:355.

Q. Inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035. "Labeling Requirements for Transporting Multi-
Hazard Radioactive Mat Is." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York. Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039. "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradfoactive Sys & Result-
ing, Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9106210168 NRO Info Notice 91-041, "Potential Problems W/Use of Freeze Seals"
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.


